FIRST  METHODIST  CHURCH 

"Tulsa's    Methodist  Cathedral" 
11th    and  Boulder 
TULSA,  OKLAHOMA 

The  sanctuary  is  one  of  the  finest  examples  of 
Perpendicular  Tudor  Gothic  style  of  Christian 
architecture  in  the  United  States.  It  contains  an 
Aeolian-Skinner  organ,  a  $75,000.00  installation, 
with  4463  pipes,  25  chimes.  Celestial  Harp  and 
33  couplers. 

Visitors   are   Always  Welcome 
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